COV|\D-19 Emergency Operations Center 


SOP No: MS-141 
Date of Last Revision: 03/22/2022 


Standard Operating Procedure 
Waste Management 


Subject: Waste Management and Overflow Plans 


1. Introduction 

The purpose of this Standard Operating Procedure (SOP) is to provide guidance on the 
management of waste bins and the steps to follow if waste consumption exceeds the 
available dumpster space. 


Site management will coordinate the waste pickup schedule with the hotel owner or 
management. Waste Management will also assist in pest control and general sanitation 
efforts. 


2. General 
e Breakdown all cardboard boxes to ensure the maximum space in recycling bin to 
hold all appropriate waste. 
e Any red biohazard trash bags will need their own disposal service. Any biohazard 
bags discovered in trash bins may result in a fine. 


3. Schedule 
e Each facility is different, but typically allow for 3 day per week of pickup of general 
waste and at least once per week for pickup of recycling. 


4. Bin Overflow 
e Procure some rolling bins to use as trash transport from the main unboxing area 
to recycling. 
e When the dumpsters are overflowing, repurpose these bins to hold the overflow of 
waste. 


